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. : ‘Effective: 12 July 56 


\ Supercedes: 11 May 56 
LIST- G 
SPECIAL LIST OF EQUIPMENT FOR SYSTEM 2 
BASE-STATION TRANSMITTING EQUIPMENT 


Includes Commercial Test Equipment and Special Equipment 
Required for System 2 Base-Station Transmitting Equipment 


COMMERCIAL TEST EQUIPMENT 


MP UNIT NO. OF . 
ITEM NUMBER. NOMENCLATURE COST UNITS AMOUNT 
1. MP-10265 Amplifier, Video g 150.00 1 B 150.00 


HEWLETT-PACKARD Model 
526A for use with Model 524B 
Electronic Counter 


ww. ~ MP+10594 Case, Instrument: 41, 87 i 41.87 


ELGIN METALFORMERS CORP 

Type FR-43 - For use with 

Tektronix type 161 and 162 gen- 

érators and type 160A power supply 

3. MP-10204 Converter, Frequency 250.00 1 250.00 
HEWLETT-PACKARD Model 

525A for use with 524B 

Electronic Counter 


4, | MP-10211 Counter, Electronic 2150.00 1 2150.00 


HEWLETT-PACKARD 
‘Model 524B 
5. MP-10293 Frame, rack-mounting adapter 5.00 1 5.00 


TEKTRONIX type FA160 
for use with type 161 and 162 


w generators and type 160A 
power supply 
6. MP-10137 Generator, Pulse 568.00 1 565.00 
HEWLETT-PACKARD 
Model 212A 
1. | MP-10330 Generator, Pulse 
TEKTRONIX Type 161 95.00 2 190.00 
8. MP-10359 Generator, Waveform | 95.00 1 95.00 


TEKTRONIX Type 162 


9. MP-10437 Oscilloscope, Cathode-Ray 1145, 00 1 1145.00 
TEKTRONIX Type 541 


10. MP-10543 Power Supply 140.00 1 140. 00 
: TEKTRONIX Type 160A 
for use with type 161 and 
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MP UNIT NO. OF 


ITEM NUMBER NOMENCLATURE COST UNITS AMOUNT 
ll. MP-10601 Preamplifier, Dual Trace Plug- £ 275.00 1 g 275.00 
; IN 


TEKTRONIX TYPE 53/54C 
for use with type 541 oscilloscope 


12. MP-10624 Preamplifier, Fast Rise DC 125.00 1 125.00 
Plug-in 
TEKTRONIX TYPE 53/54K 
for use with type 541 oscilloscope 
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MP 
ITEM NUMBER 


13. 


MP-10373 


MP-10463 
MP~10536 
MP-10540 
MP-10465 


MP-10485 


MP-10399 


MP-10490 | 


MP-10609 
MP-16473 
MP-+10596 
MP-10598 
MP-10545 
MP-10615 
MP-10825 


MP-10824 


MP-10353 
MP-10372 
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LIST -G 
SPECIAL TEST EQUIPMENT 
UNIT 


NOMENCLATURE CcOsT 


Channel Switch for Unit 77 
Extension Test Boards for 
Unit 14B: 

24-1 

24-2 

24-3 

24-4 

24-54 

24-558 

14B-1 

Extension Test Boards for 
Unit 73B; 

63-1 

63-7 

73A-1 


| 735-1 


T3B-2 
73B-3 


Extension Test Board - 
77 Unit 


Power Supply Junction Box 
for the System 2 Base Station 
Transmitting Equipment 
Test Set for Unit 14 


Test Set for Unit 73B 


AMOUNT 
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